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MEMORANDUM FOR: THE DIRECTOR 

The attached proposed reply to the Assistant 
to the President is in response to his request of 
25 Jemuary 1957 that you serve as Chairman for 
this Agency for the 1957 Federal Service Can 5 >algn 
for National Health Agencies. It also advises 
that Mr. Gordon M. Stewart will serve as Vice 
Chairman. All National Health Agencies accredited 
for this can 5 )aign will receive sums designated for 
them by our en 5 >loyees in our one -fund drive. 

, Recotnn^nd signature. ^ 


L. K. WHITE 
Deputy Director 
(Support) 
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